Message 


From; Nassif, Julianne (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=JULIANNE.NASSIF] 

Sent: 5/3/2011 3:29:36 PM 

To: Salemi, Charles (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=Charles.Salemi]; Servizio, Paul (DPH) [Paul.Servizio@state.ma.us]; Clemmer, Jill (DPH) 
[/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Jill.Clemmer] 

Subject: FW: Inspection 


From: Han, Linda (DPH) 

Sent: Tuesday, May 03, 2011 11:21 AM 

To: Caloggero, Dina (DPH); Smoie, Sandra (DPH); Nassif, Julianne (DPH); Stiles, Tracy (DPH) 
Subject: FW: Inspection 


From: Lefkin, Howard [mailto:Howard.Lefkin@umassmed.edu] 

Sent: Tuesday, May 03, 2011 11:12 AM 
To: Han, Linda (DPH); Eaton, Roger; Finch, John 
Cc: Sotolongo, Charleen; Mitchell, Jay 
Subject: Inspection 

The Boston Fire Department will be conducting an annual inspection on Wednesday, 5/4 at 10:00 AM. I do not anticipate 
any problems. 

Howard 

Howard Lefkin, MS, CIH, CSP 
EH&S Manager 

University of Massachusetts Medical School -JP 


305 South St. 

Jamaica Plain, MA02130 
617-983-6207 



617-675-1896 (imger) 
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